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The aggregate number of “detections” collected during 2016 

Not available. 

The aggregate number of “hits” during 2016 

Not available. 

The aggregate number of “detections” collected during 2017 

3M systems recorded 1,627,726 (from 2/17-2/18). 

Vigilant Solutions recorded 287,396 (from 9/17 - 2/18) 

The aggregate number of “hits” during 2017 

3M systems recorded 1,470 (from 2/17 - 2/18) 

Vigilant Solutions recorded 210 (from 9/17 - 2/18) 

The aggregate number of “detections” collected during 2018 

3M systems recorded 479940 (from 7/25/18)* 

Vigilant Solutions recorded 882,964 (from 1/1/18- 12-19-18) 

The aggregate number of “hits” during 2018 

3M systems recorded 356 (from 7/25/18)* 

Vigilant Solutions recorded 645 (from 1/1/18 - 12/19/18) 

*ln July 2018 the system that collected the data for the 3M systems crashed and so data is 
only available from July 25, 2018 forward. 


